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ROUTING 


ie 
ao ames 25X1A oF es OPERATIONAL IW Ih MEDIATE 
ecrion: OPS (1,2,3,%4) | OPERATIONAL IMMEDIATE 
nro : S/C (5) ea pe = EE 
Mel ) IN 44935 
TOR: 1927Z 3 FEB 61 29X1A 


A. RESULTS OF DRAINING AS FOLLOWS: 

LS 5, LA 3.5, LM 2%, RS 2, RA 19, RM 14, SuMP 66. 

COUNTER 190. 25X1A 
s.[_____ ]erterep MAX ALT, MAX POWER MSN BY[ TECH. WITH 

TWO COMPLETE CLIMBS TO ALT, FUEL OPERATION APPEARS NORMAL. 25X1A 

C. SAR REQUESTED NOTIFICATION MIN 5 HOURS PRIOR tol | LAUNCH 

IF POSSIBLE. PLEASE ADVISE. | 
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